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The State Coiranittee for Technical Education in South Carolina seeks to develop quality lib'-aries 
in each Technical Education Center in the belief that an appreciation for and use of books and journals 
is of great importance in the education and training of skilled workers and technicians for industry. 
Moreover, the future advancement of graduates and their ability to remain current in a rapidly changing 
technological world will depend to a large degree upon their continued study of technological books and 

journals . 

Good technical and vocational bibliographies are scarce, and the State Committee has used all the 
conventional approaches to secure or develop reliable book lists. During the summer of 1967, the State 
Committee employnd Mr. Wayne Shirley, Librarian of Wentworth Institute, as a consultant to develop a 

list of outstanding works that should be in every institution. 

Mr. Shirley's bibliography of approximately 1,100 titles proved quite helpful to our librarians, 
and news of its existence began to spread. The supply of internal working copies was quickly exhausted 
by requests from institutions throughout the Southeast. We have replenished our supply of working 
copies in order to share this worthwhile bibliography with other institutions. We hope that you will 



find it helpful. 
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BIBLIOGRAPHIES 

ACCOUNTING 

Curtis, Arthur B. 6e J. H. Cooper. Mathematics of Accounting . 4th ed. Prentice Hall 
Eaton, William A. 6e R. Dixon. Essentials of Accounting . i i..illan 

Finney, Harry A. 6e H. E. Miller. Principles of Accounting; Advanced . 5th ed. Prentice Hall, I960 
Holmes, Arthur W. et al. Elementary Accounting . 3rd ed. Irwin, 1962 
Kester, R. B. Advanced Accounting . 4th ed. Ronald, 1946 

Moonitz, Maurice. Basic Postulates of Accounting . American Institute of C.P.A., 1962 
Musselman, V. A. 6e J. M. Hanna. Teaching Bookkeeping and Accounting . McGraw, 1960 
Vance, Lawrence L. 6e R. Taussig. Accounting Principles and Control. Holt, 1960 

AGRICULTURE 

Bowers, Wendell 6e B. A. Jones. Engineering Applications in Agriculture. Stipe® latest ed. 

(10-12 Chester Street, Champaign, Illinois 61820) 

Hammonds, Carsie 6e R. H. Woods. Today’s Agriculture . 3rd. ed. Lippincott, 1949 

Haystead, Ladd 6e G. C. Fite. Agricultural Regions of the U. S . University of Oklahoma, Norman, 1956 

Higbee, Edward C. American Agriculture . Wiley, 1958 

Hunt, Robert L. Farm Management in the South . Interstate, 1953 

Iowa State University Staff. Midwest Farm H.andbook . 6th ed. Author, Ames, Iowa, 1964 
Smith, Harris P. Farm Machinery and Equipment . 5th ed. McGraw, 1964 

AIR CONDITIONING AND REFRIGERATION 

Allen, J. R. et al. Heating and Air Conditioning . McGraw, 1946 
Carrier, Willis H. et al. Modern Air Conditioning . 3rd. ed. Pitman, 1959 
Emerick, R. H. Heating Handbook , latest ed. McGraw 

Hutchinson, F. W. Design of Refrigeration Systems for Air Con ditioning. Industrial Press. 

Latest ed. 

Lang, V. Paul. Principles of Air Conditioning . Delmar, 1961 

McGuiness, W. J. et al. Mechanical and Electrical Equ ipment for Buildings. Wiley, 1965 
Marsh, R. Warren 6e C. T. Olivo. Principles of Refrigeration . Delmar, 1960 
Nelson, C. Wesley. Commercial and Industrial Refrigeration . McGraw, 1952 



AIRCRAFT 



Brimmer, Daniel & J. E. Doggers. Aircraft Maintenance . 4th ed. Pitman, 1962 
Ashkouti, Joesph A. Aircraft Mechanic's Pocket Manual . Rev. Ed. Pitman 
Cassamassa, J. V. & R. D. Dent. Jet Aircraft Power Systems. 3rd. ed. McGraw, 1965 
Northrup Institute of Technology. Aircraft Maintenance and Repair . Rev. Ed. McGraw, 1965 

Basic Science for Aerospace Vehicles . 3rd ed. McGraw, 1963 

Electricity and Electronics for Aerospace Vehicles . McGraw, 1961 

Powerplant for Aerospace Vehicles . 3rd ed. McGraw, 1965 

Rice, Ralph. Aer^ Mechanic's Questionaire . 4th ed. Aero, 1960 

ARCHITECTURAL AND BUILDING TECHNC.^OGY 

American Concrete Institute. Formwork for Concrete , latest ed. (Box 4754 Redford Station, 
Detroit, Michigan 48219) 

Annett, Fred A. Elevators . McGraw, 1959 

Babbitt, Harold E. Plmnbing . McGraw, 1960 

Bateman, J. H. Materials of Construction . Pitman, 1960 

Beilis, H. F. & W. A. Schmidt. Architectural Drafting . McGraw, 1961 

Burbank, N. L. House Construction Details . Simmons-Boardman, 1959 

Cooper, G. H. Building Construction Estimating . McGraw, 1959 

Dalzell, Ralph, et al. Building Trades Blueprint Reading . 2v. American Technical Society, 1959 

Masonry Simplified . American Technical Society, latest ed. 

Deatherage, George E. Construction Company Organization and Management . McGraw, 1964 
Dietz, A. G. H. Dwelling House Construction . Van Nostrand, 1954 
Downer, Richard. Drawing Buildings . Watson, 1963 

Dodge, F. W. Corp. Time-Saver Standards . 1946 (330 West 42nd. St., New York, NY 10036) 

Foster, Norman. Construction Estimates from Take-Off to Bid . McGraw, 1961 
Graf, Don. Don Graf's Data Sheets . Reinhold, latest ed. 

Hepler, D. E. 6e P. L. Wallach. Architectural Drafting and Design . McGraw, 1964 
Hornbostel, Caleb. Materials for Architecture . Reinhold, latest ed. 

Huntington, W. C. Building Construction . Wiley, latest ed. 

Ketchum, Milo S. Handbook of structural Details for Buildings . Prentice-Hall, 1956 

Kohler, W, 6e W. Luckhardt. Lighting in Architecture . Reinhold, 1959 

Parker, Harry. Simplified Engineering for Architects and Builders. Wiley, 1961 
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Materials and Methods of Architectural Construction. Wiley, 1958 



Peurifoy, Robert L. Construction Planning Equipment and Methods . McGraw 1956 

Estimating Construction Costs . McGraw, 1958 

Plum, S. M. Plmnbing Practice and Design . Wiley, 1943 

Plummer, Harry C. Brick and Tile Engineering . Structural Clay Products Institute. Latest ed. 
(1520 18th Street, N. W. , Washington, D. C. 20401) 

Ramsey, C. G. 6e H. R. Sleeper. Architectural Graphic Standards . Wiley, 1956 
Sleeper, H. R. Architectural Specifications . Wiley, latest ed. 

Snibbe, Richard W. Small Commercial Buildings . Reinhold, 1956 

Southern Pines Association. Modern Timber Engineering . (National Bank of Commerce Building, 
New Orleans, La. 70112) 

Sweet's Catalog Service Division. (This work comes out in two parts. Architecture and 
Industrial. Very difficult to buy direct. Can usually be obtained through an architectural 
firm. A basic work which should be obtained.) 

THE ARTS 

Ahlberg, Gudrum. Block and Silk Screen Painting . Sterling 
Bell, Clive. Art . Putman (Capricorn) 4. 1959 

Bethers, Ray. Composition in Pictures . Pitman, 1949 
Deschin, J. 35 mm Photography . Camera Craft, 1959 
Dominy, Eric. Beginner to Black Belt, . Sterling. 

Eastman Kodak Company. How to M ake Good Pictures. Latest. 

Farnsworth, J. Portrait and Figur e Painting in Oil. Watson, 1963 
Feininger, Andreas. Successful Colo r Photography. Prentice, 1955 
Fletcher, Banister. History o f Architecture. 17th ed. 

Gardner, Albert. America n Sculpture. N. Y. Graphic, 1964 
Gardner, Helen. Art Through the Ages . 4th. ed. Harcourt, 1959 
Golstein, H. Art in Every Day Life . Macmillan, 1940 
Guptill, Arthur. Drawing with Pen and Ink . Reinhold, 1961 

Freehand Drawing Self Taught . Harper, 1933 

Watercolor Painting Step by Step. Watson, 1957 

Hennessy, William J. Vacati on Houses. Harper, 1962 
Hill, Adrean. Sketching and P ainting Indoors. Pitman, 1961 

Sketching and Painting Out of Doors . Pitman, 1961 

Kautzky, Theodore. Ways with Watercolor . Reinhold, 1963 
Laidman, H. How to Make Abstract Paintings. Viking, 1961 
Lanten, Edouard. Modelling and Sculpture . 3v. Dover, 1965 
Lawson, Philip. Practical Perspective Drawing. McGraw, 1943 



Le Corbusier. Towards a New Architecture . Praeger, 1959 



Lynch, John. How to Make Mobiles . Viking, 1953 

Marks, Robert. The Dvmaxion World of Buckminster Fuller . Reinhold, I960 
Martens, Charles R. Emulsions and Water-Soluable Paints and Coatings . Reinhold, 1964 
Meyers, H. 150 Techniques in Art . Reinhold, 1963 
Mikami, T. Art of Japanese Brush Fainting . Crown 

Millon, Henry A. Key Monuments in the History of Architecture . Prentice-Hall, 1964 

Moholy-Nagy, Laszlo. New Vision . Wittenborn, 1947 

Nicolaides, K. Natural Way to Draw . Houghton, 1941 

Norling, E. Perspective Made Easy . Macmillan, 1939 

Perard, Victor. Drawing Faces and Expressions . Pitman, 1953 

Read, Herbert. Art and Industry . Indiana, 1961 

Concise History of Modern Painting . Praeger, 1959 

Philosophy of Modern Art . Meridian, 1955 

Richardson, E, P. Painting in America . Crowell, 1956 
Richmond, Leonard. Technique of Color Mixing . Pitman, 1949 
Robb, D. Harper History of Painting . Harper, 1951 
Rose, A. Jewelry Making and Design . Dover 
Rothschild, L. Sculpture Through the Ages . McGraw 
Schegger, T. Make Your Own Mobiles . Sterling 
Scott, R. Design Fundamentals . McGraw, 1951 

Seuphor, Michael. Abstract Painting; Fifty Years of Accomplishment . Abrams, 1962 

Zaidenberg, Arthur. Anyone Can Paint . Crown, rev. ed. 

AUTOMOBILES AND DIESELS 

Crouse, William H. McGraw (This author writes volumes on various parts of automobiles such as 
transmission and electrical equipment. The full set should be purchased.) 

Glenn, Harold T. Glenn's Auto Repair Manual . Chilton (Purchase volumes as they appear. 

Retain all old volumes.) 

Kates, Edgar J. Diesel and High Compression Gas Engines . 2nd. ed. American Technical Society, 
latest ed. 

Lytel, Allan. Automotive Electronic Test Equipment . Sams, 1962 
Electronic Motor Control . Sams, 1965 

Obert, E. F. Internal Combustion Engines . 2nd. ed. International Text, 1950 

Ritchen, Ralp. Wehman. (Wehman publishes a number of works by this author. A typical title is 
" Motor's Auto Repair Manual ". All should be purchased and the set retained.) 



Stodola, Frank H. Steam and Gas Turbi ’;s . 2v. Peter Smith 



Taylor, C. F. & Taylor, E. C. Internal Combustion Engines . International Text, latest ed. 

Toboldt, Bill. Goodheart. (Goodheart publishes a number of works by this author, more or less 
annually. They have the title " Fix Your (name of car)" . All should be purchased.) 

Venk, Ernest A. American Technical Society (American Technical Society publishes a number of 
works by this author. All should be purchased) 

BIOGRAPHY 

Bolitho, William. Twelve Against the Gods . Viking (Compass C21) 1957 

Costain, Thomas. Conquerors . Doubleday 

Eastman, Max. Einstein. Trotsky. Hemingway . Collier 

Henderson, George. Stonewall Jackson . Peter Smith. 

Jaffe, Bernard. len of Science in America . Rev. ed. Simon 6e Schuster. 1958 
Ludwig, Emil. Viking, 1937 

Napoleon . Modern Library (95) 

Morison, Samuel. Admiral of the. Ocean Sea . Little, 1942 

Murphy, Robert. Diplomat Among Warriors . Doubleday, 1964 

Sandburg, Carl. Abraham Lincoln . One volume ed. 1954 

Strachey, Lytton. Queen Victoria . Harcourt, 1949 

Strode, Hudson. Jefferson Davis . 3v. Harcourt. 1955 

Untermeyer, Louis. Makers of the Modern World . Simon 6e Schuster, 1955 

Vasari, G. Vasari's Lives . Dulton, Everyman (78';-7) 

Wright, Frank L. Architecture; A Man in Possession of the Earth . Doubleday, 1962 

BODY. HEALTH. AND NUTRITION 

Asimov, Isaac. Human Body . Houghton, 1963 

Best, Charles H. 6e N. B. Taylor. Living Body . Holt, 1958 

Bogert, L. Jean. Nutrition and Physical Fitness . 7th Ed. Saunders, 1960 

Cannon, Walter B. Bodily Changes iu Pain, Hunger, Fear, and Rage . Harper (TB 562) 

Clark, Randolph L. 6e R. Cumley, eds. Book of Health . 2nd ed. Van Nostrand, 1962 
Clendenning, Logan. Human Body . Knopf, 1945 
McCollum, E. V. History of Nutrition . Houghton 

Scheinfeld, Amram. Your Heredity and Environment . Lippincott, 1965 
Sherman, Henry C. Chemistry of Food and Nutrition . 8th ed. Macmillan 



BUSINESS 



Barnard, Chester. Organization and Management . Harvard, 1948 
Bursk, Edward C. et al. World of Business . 4v. Simon & Schuster, 1962 
Churchman, C. W. et al. Introduction to Operations Research . Wiley, 1957 
Follett, Mary Parker. Creative Experience . Peter Smith. 

Frey, Albert W. Advertising . 3rd. ed. Ronald, 1963 

Gerstenberg, Charles W. Financial Organizations and Management of Business . 4th ed. Prentice-Hall, 1959 
Glos, R. E. & H, A. Baker. Introduction to Business . South-Western, 1963 
Gross, Alfred. Sales Promotion . 2nd. ed. Ronald, 1961 



Harriss, C. Lovell. Money and Banking . 2nd. ed. Allyn, 1961 
Hoos, Ida R. Automation in the Office . Public Affairs, i.961 
Jacobs, Herbert A. Practical Publicity, . McGraw, 1964 

Juicus, Michael J. & G. R. Terry. Introduction to B usiness. Rev. Ed. Irwin, 1961 

Kindler, Herbert S. Organizing the Technic al Conference. Reinhold, 1960 

Laird, Donald A. & E. C. Laird. Practical Business P s ych ology. 3rd. ^.d. McGraw, 1961 

Sizing up People . McGraw, 1951 

Techniques of Delegating . McGraw, 1957 

Techniques for Efficient Remembering . McGraw, 1960 
Tired Feelings and How to Master Them . McGraw, 1960 
Lasser, Jacob. How to Run a Small Bus iness.. 3rd. ed. McGraw 

Vniir Income Tax . Simon & Schuster. Latest 

Metcalf, Henry C. 6e L. Urwick, eds. Dynamic Administration. Harper, 1942 
Mills, Frederick P. Statistical Methods . Holt. Latest. 

Neuner, J. J. 6e B. R. Haynes. Office Man agement and Practice^. 4th ed. South-Western, 1959 

North, Nelson L. & A. A. Ring. FpsI Esta te Principles and__Pract,ice . 5th ed. Prentice-Hall, 

Petersen, Etmore et al. Business Organization and Manag eme^. 5th ed. Irwin, 1962 

Prather, C. L. Money and Banking . 8th ed. Irwin, 1965 

Taylor, Jack W. How to Select and Develop Leaders,. McGraw, 1962 

Weimer, Arthur M. Business Administration . Rev. ed. Irwin, 1962 

CHEMISTR Y 

American Chemical Society. Fuel Cells . 2v. ed. G. J. Young. Reinhold, 1962 
Barrow, Gordon M. Physical Chemistry, . McGraw, 1961 
Bates, Roger G. Determination of pH . Wiley, 1964 

Belcher, J. E. et al. Experiments and Problems for College__Chemist_ry.. 6th ed. Lippincott, 

Benson, Sidney W. Chemical Calculations . Wiley, 1963 

Bogert, L. Fundamentals of Chemistry . 9th ed. Saunders, 1963 

Condon, Francis E. Study Projects in Physical Chemistry. Academic Press, 1963 

Daniels, F. 6e R. A. Alberty. Physical Chemistry. Wiley, 1961 

Feiser, Louis F. & M. Feiser. Basic Organi c Chemistry. Heath, 1959 

Francis, Charlotte A. 6e E. C. Morse. Fundament a ls of Chemistry and Applications . 4th ed. 
Macmillan, 1956 



1960 



1953 



Garrett, A. B. et al. Chemistry; A First Course . Ginn, 1961 

Essentials of Experimental Chemistry for Laboratory and Demonstration . 2nd. ed. 

Blaisdell, 1959 

Greer. Measurement and Automatic Control of pH . Leeds 6e Northrup. latest ed. (4907 Stenton Avenue, 
Philadelphia, Pennsylvania 1944) 

Guy, K. Laboratory organization and administration . St. Martins, 1962 
Holmes, Harry N. Introduction to College Chemistry . 5th ed. Macmillan, 1951 
Out of the Testtube . 5th ed. Emerson, 1956 

Manufacturing Chemist's Association. Student Scientific Experimen ts in Chemistry, 1962 
Munro, L. A. Chemistry in Engineering . Prentice-Hall, 1964 

Neal, Raymond E. 6e R. Kennelly. Chemistry with Selected Principles of Physics and Laboratory: 
Experiments . McGraw, 1962 

Nebergall, William H. et al Basic Laboratory Studies in College Chemisto; . Heath, 1963 

Riegel, Emil Raymond. Industrial Chemistry . Reinhold, 1962 

Smith, Alexander. College Chemistry . Appleton, 1960 

Taylor, H. F. W. Chemistry of Cements . 2v. Academic, 1964 

Watt, George W. Basic Concepts in Chemistry. McGraw, 1958 

Weaver, Elbert C. 6e L. S. Foster. Chemistry for Our Times . 3rd. ed. McGraw, 1960 

Weeks, Mary E. Discovery of the Elements . 6th ed. Chemical Education (For all centers teaching 
chemistry and science) 

Young, Leona E. 6e C. W. Porter. General Chemistry . 4th ed. Prentice-Hall, 1958 
CIVIL ENGINEERING 

Abbet, R. W. Engineering Contracts and Specifications . Wiley, latest. 

American Institute of Steel Construction Manual , latest (101 Park Avenue, New York, N. Y. 10017) 

American Soci.;w of Civil Engineers. Civil Engineering , latest. (347 East 47th Street, New York, 
New York 100 ‘ .’.i' 

American Society of Photogrammetry. Manual of Photogrammetry . (44 Leesburg Pike, Falls Church, 
Virginia 22044) 

Babbitt, Harold E. et al. Water Supply Engineering . McGraw, 1962 
Black, Archibald. Engineering . Putman, 1964 

Bouchard, H. 6e F. H. Moffitt. Surveying . International Text, latest. 

Breed, Charles B. 6e C. L. Hosmer. Principles and Practices of Surveying . 2v. Wiley, 1958 
Bresler, Boris and T. Y. Lin. Design of Steel Structures . Wiley, I960 
Brown, Curtis M. Boundary Control and Legal Principles . Wiley, 1957 
Butts, E. Civil Engineers Field Book . 3rd. rev. ed. Wiley, 1914 



Chellis, Robert Dunning. Pile Foundations . McGraw, 1961 

DeCamps, L. Sprague. Ancient Engineers . Doubleday, 1963 

Dronkers, J. J. Tidal Computations in Rivers and Harbors . Wiley, 1964 

Dunham, Clarence Whiting. Advanced Reinforced Concrete . McCraw, 1964 

Ehlers, V. M. & E. W. Steel. Municipal and Rural Sanitation . McGraw, latest 

Gies, Joesph. Bridees and Men . Doubleday, 1963 

Grinter, Lincoln Elias. Design of Modern Steel Structures . Macmillan, 1960 
Hewes, Laurence II. American Highway Practice . Wiley, 1954 
Jumikis, Alfred Richards. Mechanics of Soils . Van Nostrand, 1964 
Lothers, J. E. Advanced Design in Structural Steel . Prentice-Hall, 1961 

Nichols, Herbert Lownds. Moving the Earth . North Castle, 1962 (212 Bedford Road, Greenwich, 
Connecticut 06830) 

Nord, Melvin. Legal Problems in Engineering . Wiley, 1956 

Parker, Harry E. Simplified Design of Reinforced Concrete . Wiley, 1960 

Simplified Design of Structural Steel . Wiley, 1955 

Preston, Howard Kent. Prestressed Concre te f or Architects and Engineers. McGraw, 1964 
Rossnagel, W. E. Handbook of Rigging . McGraw, latest 
Shaffer, L. R. et al. Critical Path Method . McGraw, 1965 

U. S. Bureau of Public Roads. Standard Plans for Highway Bridges . 4v. U. S. Government Printing 
Office, 1962 

U. S. Bureau of Reclamation. Earth Manual . latest ed. Government Printing Office 
U. S. War Department. Topographic Drafting . TM 5-230. Government Printing Office 
Urquhart, L. C. et al. Design of Concrete Structures . McGraw, 1964 
Yoder, Eldon Joesph. Principles of Pavement Design . Wiley, 1959 

COMPUTERS 

Bar tee, Thomas C. Digital Computer Fundamentals . McGraw, 1960 
Buckingham, Walter S. Automation . Harper, 1961 
Bukstein, Edward J. Digital Counters and Computers . Holt, 1960 
Burroughs Corporation. Digital Computer Principles . McGraw, 1962 
Croder, Norman A. Arithmetic of Computers . Doubleday, 1960 
Dreher, Carl. Automation. How It Works . Norton, 1957 

Fisher, K. P. & G, F. Swindle. Computer Programming Systems . Holt, 1964 



Laird, C. 6e E, C. Laird. How to Get Along with Automation . McGraw, 1964 



Langer, Susanne K. Introduction to Symbolic Logic . 2nd. rev. ed. Dover 
'.ee, Harold N. Symbolic Logic . Random. 1961 
Lytel, Allan H. ABC's of Computer Programming . Sams, 1962 
Spencer, C. Keeping Aliead of Machines . Day, 1965 

DRAFTING 

American Standards Association. Graphic Symbols . ASA-Y32 (10 East 40th Street, New York, N.Y. 10016) 
Bishop, C. C. 6e C. T. Gillam. Electrical and Electronics Drafting . 3rd. ed. McGraw, 1952 
French, T. E. 6e C. J. Vierck. Engineering Drawing . Van Ncstrand, latest ed. 

Giachino, J. W. 6e H. J. Beaukma. Drafting & Graphics . American Technical Society, 1961 
Freehand Sketching . American Technical Society, 1961 

Mandelow, P. Perspective Drawing for Technical Illustrators and Draftsmen . Transatlantic 
Svensen, C. L. & W. E. Street. Engineering Graphics . Van Nostrand, 1962 
Zozzora, Frank. Engineering Drawing . McGraw, latest ed. 

ECONOMICS 

Blodgett, R. H. et al. Comparative Economic Development . McGraw, 1956 
Cochran, T. Age of Enterprise . Macmillan 

Faulkner, Harold. American Economic History . 8th ed. Harper, 1960 
Galbraith, John Kenneth. New Industrial State . Houghton, 1967 
Heilbroner, Robert L. Worldly Philosophers . Simon 6e Schuster, 1953 
Kemmerer, Edwin. ABC of the Federal Reserve System . Harper, latest 
Leffler, George L. Stock Market . 3rd ed. Ronald, 1963 
Loucks, William N. Comparative Economic Systems . 7th ed. Harper, 1965 
Madison, Charles A. American Labor Leaders . 2nd. enl. ed. Ungar, 1962 
Marx, Karl. Capital . Modern Library (G26) 

Myers, Gustavus. History of Great American Fortunes . Modern Library (G30), 1936 
Samuelson, Paul. Economics . McGraw. Latest. 

Smith, Adam. Inquiry into the Wealth of Nations . Modern Library (G32) 

Taft, Phillip. Organized Labor in American History . Harper. 1964 
Veblen, Thorstein. E ngineers and the Price System . Harcourt. 1963 
Weber, Max. Protestant Ethic and Spirit of Capitalism . Peter Smith 



ELECTRICAL ENGINEERING 



Brother ton, M. Masers and Lasers; How They Work and What They Do . McGraw 1964 
Bukstein, Edward J. Understandine Transformers and Coils . Sams, 1962 
Carr, Clifford C. Electrical Machinery . Wiley, 1958 

Cook, Arthur L. 6e C. C. Carr. Elements of Electrical Engineering . 4th ed. Wiley, 1954 
Cotton, Harry. Applied Electricity . 4th ed. Industrial Press 

Craig, Edward J. Laplace and Fourier Transforms for Electrical Engineers . Holt, 1964 
Dawes, Chester L. Course in Electrical Engineering . 2v. 4th ed. McGraw, 1952 
Erickson, William H. 6e N. H. Bryant. Electrical Engineering . 2nd. ed. Wiley, 1959 
Fitzgerald, A. E. 6e C. Kingsley. Electric Machinery . McGraw, 1961 
Fuchs, J. D. 6e S. W. Garstang. Electrical Motor Controls and Circuits . Sams, 1965 
Graham, Kennard C. Fundamentals of Electricity . American Technical Society, 1960 

Industrial and Commercial Wiring . American Technical Society, 1964 

Interior Wiring - Residential . American Technical Society, latest ed. 

Jackson, Herbert W. Introduction to Electric Circuits . 2nd. ed. Prentice-Hall, 1959 
Kosow, I. L. Electric Machinery and Control . Prentice-Hall, 1964 
McPartland, Joesph F, 6e W. J. Novak. Practical Electricity . McGraw, 1964 
Siskind, Charles S. Electrical Circuits . 2nd. ed. McGraw, 1965 

Electrical Control Systems in Industry . McGraw, 1963 

Skrotzki, G. A. Electrical Power Transmission . McGraw, 1954 
Timbie, William H. Elements of Electricity . 4th ed. Wiley, 1953 
Vx-ial, George W. Storage Batteries . 4th ed. Wiley, 1955 
Vitrogan, D. Elements of Electric and Magnetic Circuits . Holt, 1966 

ELECTRONICS 

Alvarez, H. Charles. Using the Slide Rule in Electronic Technology . Rider, 1962 
Angelo, E. J. Electronic Circuits . McGraw, 1964 

Ankrum, Paul D. Principles and Applications of Electron Devices . International Textbook, 1959 
Bukstein, Edward J. Industrial Electronic Circuits Handbook . Sams, 1963 

f 

Industrial Electronics Measurement and Control . Sams, 1961 

Carini, L. Drafting for Electronics . McGraw, 1946 

Cooke, Nelson Magor. Basic Mathematics for Electronics . McGraw, 1.960 




Crowhurst, Norman H. Basic Audio. Rider, 1959 
FM Stero Multiplexing.* Rider, 1961 

Davies, Gomer. Magnetic Tape Tnstrumentation. McGraw. 1961 
DaFrance, Joesph J. Ge»,micatiens E1 ertro alcs Circuits- Holt, 1966 

Dun»er, G. W. A. & H. M. Hordenbarg. Ml mature and Micromini at ora Elactroa lcs. Wllay, 1962 
Findlay, David A. Electronic Ey p^r-imenter ' s Manual. Ziff-Da is, 1959 
Fitchen, Franklin C. Transistor Cir cuit A nalysis and Design . Van Nostrand, 1960 
Franklla, Philip. Tntrnduatiou to Four.tr M ethod, and LaPlaca Trausjoan. Dover, 1949 
Gentile, Sylvester P. Basic Bieorv and Aoolication of Transistor Diojes. Van Nostrand, 1962 

Grob, Bernard, Basic Television . McGraw, 1964 

Grob, Bernard and M. S. Kiver. Applications of Electronics. McGraw, 1960 
Haas, Alfred. Basic Industrial Electronics C our^. Gernsback, 1963 
Henney, Keith. Radio Engineering H andbook. McGraw, 1959 

Howard, J. Flertrnntc Inforcatton Dlsolav Sv.tems . spartan, 1963 (1106 Connecticut Avenue, N. W 
Washington, D. C. 20036 

Johnson, J. Richard. How to Build Electronic Equipment. Rider, 1962 
lane, Leonard C. How to Fix Transistor Radios and Printed Cirpults. Gernsbeck, 1964 
Elementary Industrial Electronics, . Rider, 1962 

J. 

Lytel, Allan. Calculus for the Electronics Technician. Sams, 1964 

How to Serve UHF TV . Rider, 1964 

Industrial Electronics . McGraw, 1962 

Introduction to Microelectronics and Integr ated Circuits. Sams . 

Middleton, Robert G. Basic Electricity for Electronics . Holt, 1966 
Motorola Semiconductor Products, Inc. Integrated Circuits. McGraw, 1965 
Nanavati, R. P. Introduction to Semiconductor Electronics . McGraw, 1963 
Nordenberg, Harold M. Transformers for Electronic Uses . Reinhold, 1964 
Owens, J. B. and P. Sanborn. Electron Tubes at Work . Doubleday, 1964 
Patrick, Owen G. Creative Electronics Fabrication . Holt, 1966 
Prensky, Sol D. Electronic Instrumentation . Prentice-Hall, 1962 
Rainey, Gilbert L. Practical Industrial Electronics . Holt, 1966 

Romanowitz, H. Alex. Fundamentals of Semiconduct or and Tube Electronic^. Wiley, 1962 
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Beaumont, C. Complete Book of Ballets . Grosset, 1949 
Bukofzer, M. F. Music in the Baroque Era . Norton, 1947 

Studies in Medievan and Renaissance Music . Norton, 1950 

Colles, H. Growth of Music . Iv. ed. Oxford, 1956 
Copland, Aaron. What to Listen For in Music . McGraw, 1939 

Cross, Milton. New Milton Cross Complete Stories of the Great Operas . Doubleday, 1955 
Downes, Olin. Treasury of American Song . Knopf, 1943 
Einstein, Albert. Short History of Music . Knopf, 1947 

Music in the Romatic Era . Norton, 1947 

Ewen, David. Complete Book of Twentieth Century Music . Prentice, 1959 
Geller, J. J. Famous Songs and Their Stories . Garden City, 1940 
Howard, J. T. Our American Music . Crowell, 1946 

Jackson, George P. Spiritual Folk Songs of Early America . Dover, 1937 

Kobbe, G. Complete Opera Book . Putnani, 1954 

Lang, Paul. Contemporary Music in Europe . Norton, 1965 

Music in Western Civilization . Norton, 1941 

One Hundred Years of Music in America . Schirmer, 1961 

Mueller, J. H. American Symphony Orchestra . Indiana, 1951 
Piston, Walter. Harmony . 3rd. ed. Norton, 1962 

Scarborough, Dorothy. Song Catcher in Southern Mountains . Columbia, 1937 
Spaeth, Sigmund. Guide to Great Orchestral Music . Mod. Library, G61 
Ulanov, B. History of Jazz in America . Viking, 1952 



Pittsburgh, 



NATURAL SCIENCES 



Allen, Shirley W. Conserving Natural Resources . 2nd. ed. McGraw 

Blair, Tliomas A. 6e R. C. Fite. Weather Elements . 5th ed. McGraw, 1965 

Carson, Rachel. Silent Spring . Houghton, 1962 

Darwin, Charles. Darwin Reader . Scribner, 1956 

Eiby, G. A. About Earthquakes . Harper, 1957 

Errington, Paul L. Of Men and Marshes . Macmillan, 1957 

Fuller, Harry J. & A. B. Carothers. Plant World . 4th ed. Holt, 1963 

Guyer, Michael F. & C. E. Lane. Animal Biology . 5th ed. Harper, 1948 

Hardin, Garrett. Biology. Its Principles and Implications . Freeman, 1961 

Holmes, Ghauncey D. Introduction to College Geology . Macmillan, 1962 

Jaeger, Edmund C. North American Deserts . Stanford 

Lester, R. M. Observer's Book of Weather . Warne 

Lister, Harry. Aids to Zoology . 6th ed. Williams and Wilkins 

Milne, Lorus J. 6e Margery Milne. Animal Life . Prentice-Hall, 1959 

Moon, Truman J. et al. Modern Biology . Holt, 1963 

Osborn, Fairfield. Our Plundered Planet . Little, 1948 

Sinnott, Edmund W. 6e K. S. Wilson. Botany . 6th ed. McGraw, 1963 

Storer, Tracy L. 6e R. L. Usinger. General Zoology . 4th ed. McGraw, 1965 

Vance, B. Bernarr. Biology for You . 5th ed. Lippincott, 1958 

Whaley, W. Gordon, et al. Principles of Biology . 3rd ed. Harper, 1964 

Winchester, A. M. Biology and Its Relation to Mankind . 3rd ed. Van Nostrand, 1957 

Woodruff, Lorande Loss 6e G. A. Baitsell. Foundations of Biology . 7th ed. Macmillan, 1951 

PHYSICS 

Beiser, Arthur & K. Krauskopf. Introduction to Physics and Chemistry . McGraw, 1964 
Beranek, Leo L. Music. Acoustics. Architecture . Wiley, 1962 

Black, Newton & E. P. Little. Introductory Course in College Physics . Macmillan. 4th ed. 
Bowden, Arthur. Matter and Energy . Holt, 1957 
Campbell, R. W. Tops and Gyroscopes . Crowell, 1959 

Glasstone, Samuel. Sourcebook on Atomic Energy . 2nd. ed. Van Nostrand, 1958 
Hecht, Selig. Explaining the Atom . Rev. ed. Viking, 1954 

Hicks, Tyler G. Fundamental Concepts in the Design of Experiments . Holt, 1954 



Jungk, Robert. Brighter than a Thousand Suns # Harcourt, 1958 

Kaye, George W. C. & T. H. Laby. Tables of Physical and Chemical Constant^. 12th ed. Wiley, 1959 
Magie, William Francis. Sourcebook of Physics . Harvard, 1963 
Orear, Jay. Fundamental Physics . Wiley, latest 

Danforth J. P. & R. P. Strapp. Radioisotopes in Industry . General Motors Institute, 1959. Flint, 

Michigan. 48502 

Rogers, Eric M. Physics for the Inquiring Mind . Princeton, 1960 
Semat, Henry. Fundamentals of Physic^ , latest ed. Holt 

PSYCHOLOGY AND PSYCHIATRY 

Erikson, Erik H. Insight and Responsibility . Norton, 1964 
Freud, Sigmund. Ego and the Id . Norton, 1961 
Fromm, Erich. Art of Loving . Harper, 1956 

Henderson, David & R. D. Gillespie. Textbook of Psychiatry. 9th ed. Oxford, 1962 
Kirk, Russell. Conservative Mind from Burke to Santayana. Regnery, 1953 
Menninger, W. C. 6e M. Leaf. You and Psychiatry . Scriber, 1948 
Morgan, Clifford T. Introduction to Psychology . 2nd. ed. McGraw, 1961 
Munn, Norman L. Psychology . 5th ed. Houghton, 196o 

Murphy, Gardner. Historial Introduction to Moder n Psychology. Rev. ed. Harcourt, 1949 
Rhine, J. B. Extra-Sensory Perception . Humphries, 1962 
Sapirstein, Milton. Paradoxes of Everyday Life . Premier, R225 

REFERENCE 

American Authors . H. W. Wilson Co., 1938 (plus supplements) 

American Junior Colleges . 6th ed. American Council on Education 

American Society for Testing & Materials. Books of Standards. Author, Philadelphia. Annual 
American Universities & Colleges . 9th ed. American Council on Education 
Americana Encyclopedia . 30v. Grolier Society, New York 

Aver»s Directory of Newspapers and Periodicals . Philadelphia, N.W. Ayer & Son (Useful annual publication) 
Bartlett’s Familar Quotations . 12th ed. Boston, Little, 1951 

Bennett, Harry. Concise Chemical and Technica l Dictionary. 2nd rev. ed. Tudor, 1962 
Best's Safety Maintenance Directory . 11th ed. Alfred Best, Morristown, N. J. 

Book of the States . Council of State Governments, latest ed. 

Brewer's Dictionary of Phrase & Fable. 8th ed. Harper, 1963 



College Bluebook . 3v. Burdsel, Baltimore 



Collier’s Encyclopedia . Crowell-Collier & Macmillan (24x0 
Columbia Lippincott Gazetteer . Columbia, 1961 

Computer and Data Processing r*ictionary & Guide . Prentice-Hall, 1966 latest cd. 

Concise Dictionary of American History . Scriber. ed AndrevTS, 1962 
Contemporary Authors . 8v. Gale, Detroit. 1966 

Current Biography . H. W. Wilson Co. (Fundamental reference work. Back volumes should be purchased and 
subscription entered for current numbers as they appear monthly) 

Dictionary of American Biography . 22v. Scribner, 15 -i (Supplements appear at irregular intervals. 
Referred to as "DAB”) 

Dictionary of National Biography . 27v. Oxford. (Volumes appear at irregular intervals. An English 
work referred to as "DNB") 

Documents of American History . 7th ed. Appleton, ed. by Commajer. 

Educator’s Encyclopedia . Prentice-Hall, ed by Smith, 1961 
Emily Post’s Etiquette . ICth ed. Funk, 1960 
Encyclopedia Britannica . 24v. 

Encyclopedia of Banking and Finance . Bankers’ Publishing Co. N. Y. ed. by Munn 

Encyclopedia of Philosophy . 6v. Macmillan, 1967 

Encyclopedia of Religion and Ethics . 7v. Scribner 

Encyclopedia of the Social Sciences . Macmillan, 1933-35 

Encyclopedia of Sports . 2nd. ed. N.Y. Banes, 1963. ed. by Menke 

Encyclopedic Dictionary of Physics . Pergamon, 1961 (6v) 

Encyclopedia of the Arts , ed. by Read. Meredith, 1966 

A Encyclopedic Dictionary of Production and Product Control . Prentice-Hall, 1964 
Fisherman’s Encyclopedia . Stackpole, Harrisburg, Penna. ed. by Gabrielson 
Focal Encyclopedia . N.Y. Focal, 1965 (2v) 

Home Book of Verse . 2v. 9th ed. Holt, ed. Stevenson 

International Critical Tables . 8v. McGraw, 1926 

Literary Marketplace . R. R. Eowker Co, Annual 

Love joy’s College Guide . Simon & Schuster. Annual 

McGraw Hill Encvclopeida of Science and Technology . 1965 

Mathematical Tables & Formulas . 4th ed. McGraw, 1963. ed. Burington 

Mead, Frank S. Handbook of Denominations in America . 4th ed. Abington, 1965 

Merck Index . 7th ed. Author, Rahway, New Jersey (wherever medical secretary courses are given) 

Meyer, F. S. 



Handbook of Ornament. Dover 



Municipal Index . Betelheim Publishing Corp. 757 3rd. Avenue, New York, N. Y. 10017 




New Century Cyclopedia of Names . 2v. Appleton 
Oxford English Dictionary . 13v. Oxford, 1933 

Pharmacopoeia of the United States . 17th ed. Mack, 1965 (wherever medical courses are offered) 

Readers' A^ * . Qth ed. Bowker, 1964 

Readers ' ... Jla . 2nd. ed. Crowell, ed. Benet 

Roget's Thesaurus , latest ed. St. Martin's 1965 

Shepherd's Historical Atlas . 8th ad. Barnes & Noble, 1956 

Statesman's Yearbook . St. Martin's. Annual 

Stednan's Medical Dictionary. 20th ed. Williams & Wilkins, Baltimore, 1961 

Thomas's Register of Manufacturers . Annual 

20th Century Authors 6c Supplements . H. W. Wilson Co. 

U. S, Bureau of Mines. Minerals Yearbook . 3v. Annual 
U. S. Commerce Department. Statistical Abstract . Annual 

U. S. Department of Labor. Occupational Outlook Handbook . Bui. 1450, 1966/67 
U. S. Education Office. D irectory . Annually in 5 parts. 

United States Government Organization Manual . U. S. Government Printing Office. Annual 

U. S. Official Congressional Directory . U. S. Governiiient Printing Office. Annual 

Van Nostrand's Scientific Encyclopedia . 3rd. ed. Author, 1958 

Who's Who i n America . A. N. Marquis, Chicago, iinnual 

Who's Who in American Education. Nashville. Author. Annual 







World Almanac . Newpaper Enterprise Association, Inc. 230 Park Avenue, New York, N.Y. 10017. Annual 
World Aviation Directory . Author. WarMngton, D. C. Annual 
World Encyclopedia of Art . 15v. McGraw. 

SCIENCE 

Asimov, Isaac. Intelligent Mm's Guide to Science . 2v. Basic, 1960 
Baker, Robert H. Astronomy . 8th ed. Van Nostrand, 1964 
Bridgman, Percy William. Wav Things Are . Harvard, 1959 
Cable, Emmett Jones. Physical Sciences . 4th ed. Prentice-Hall, 1959 
Chapman, Sydney. Year of Discovery (IGY Year) University of Michigan, 1959 
Dampier, William. History of Science . Cambridge, 1949 
Davis, Watson. Century of Science . Duell, 1963 




Douglas, Marjory Stoneman. Hurricane . Rienhart, 1958 

Eddington, Arthur S. Nature of the Physical World . University of Michigan. Ann Arbor. AA15 

Gamow, George. Matter, Earth and Sky . 2nd. ed. Prentice-Hall, 1965 

Harris, Ruby M. Handbook of Globe and Map Usage . Rand McNally, 1959 

Hogben, Lancelot Thomas. Science for the Citizen . Norton. 1957 

Hopwood, Robert R. Science Model Making . Macmillan, 1963 

Jeans, James Hopwood. Universe Around Us . Cambridge, 1960 

Jeffreys, Harold. Earth . 4th ed. Cambridge, 1959 

Moore, Patrick. Planets . Norton, 1962 

Murchie, Guy. Music of the Spheres . Houghton, 1961 

Namowitz, Samuel N. & D. B. Stone. Earth Science . Van Nos^i.‘and, 1961 
New Illustrated History of Science & Invention . N. Y. Hawthorn, 12v. 

Pearson, Karl. Grammar of Science . Dent (Everyman 939) 

Russell, Bertrand. Scientific Outlook . Norton, 1962 

Shapley, Harlow. Treasury of Science . Harper, latest 

Sterne, Theodore E. Introduction to Celestial Mechanics . Wiley, 1960 

Stong, G. L. Scientific American Book of Projects for the Amateur Scientist . Simon 6e Schuster, 1960 
True, Webster. Smithsonian Treasury of 20th Century Science . Simon & Schuster, 1963 
Whipple, Fred. Earth. Moon and Planets . Rev. ed. Harvard, 1963 
Williams, Jerome. Oceanography . Little, 1962 

SECRETARIAL 

Bredow, Miriam. Medical Secretary; Office Procedures and Practice . 5th ed. McGraw 

Dykstra, Gerald 0. et al. Business Theory for Secretaries . Masterco, 1950 

Laird, Eleanor S. Engineering Secretary's Complete Handbook . Prentice-Hall, 1962 

Parsons, Esther Jane. In the Doctor's Office . 2nd. ed. Lippincott, 1956 

Root, K. B. & E. E. Byers. Medical Secretary . 2nd. ed. McGraw, 1960 

Stafford, A. R. 6e B. J. Culpepper. Science Engineering Secretary . Prentice-Hall, 1963 

Taintor, Sarah 6e K. Monro. Secretary's Handbook . 8th ed. Macmillan, 1958 

Tolman, Ruth. Secretary's Guide to Beauty, Charm and Poise . Milady, 1963 

Weeks, B. M. How to File and Index . Ronald, 1951 

Wilkens, Emily. Look Your Best; Art of Grooming for Girls . Putnam, 1965 



SOCIOLOGY 



Abrams, Charles. Man's Struggle for Shelter in an Urbanizing World . MIT Press, 1964 
Adamic, Louis. Nation of Nations . Harper, 1945 
Bates, Marston. Prevalence o£ People . Scribner, 1955 
Benedict, Ruth. Patterns of Culture . Houghton, 1934 

Bettelheim, B. & M. Janowitz. Social Change and Prejudice . Free Press 

Boas, Franz. Race, Language and Culture . Macmillan, 1940 

Bogardus, Emory S. Development of Social raought . McKay, 1960 

Br inton. Crane. History of Western Morals . Har court, 1959 

Cash, Wilbur J. Mind of the South . Knopf, I960 

Chase, Stuart. Proper Study of Mankind . Harper, 1956 

Cohen, Morris R. American Thought . Free Press, 1954 

Coon, Carleton S. Story of Man . Knopf, 1954 

Dollard, John. Caste and Class in a Southern Town . Peter Smith 
Doob, Leonard W. Patriotism and Nationalism . Yale, 1964 

Public Opinion and Propaganda . Choe String. 

Social Psychology . Holt, 1952 

Dunn, L. C. Heredity and Evolution in Human Populations . Harvard, 1959 
Elliott, Mabel A. & F. E. Merrill. Social Disorganization . Harper, 1950 
Franklin, John Hope. From Sla ~ > rv to Freedom . Knopf, 1957 
Frazier, E. Franklin. Negro in the United States . Macmillan, 1949 
Halle, Louis J. Society of Man . Harper, 1965 

1*11 Take My Stand; South and the Agrarian Tradition . Peter Smith 
Jacobs, Jane. Death and Life of Great American Cities . Random, 1961 
Kluckhohn, Clyde. Culture and Behavior . Free Press, 1962 

Mirror for Man . McGraw, 1949 

Landis, Paul H. Social Control . 2nd. ed. Llppincott, 1956 
Lasswell, T. E. Class and Stratum . Houghton, 1965 

Lee, Robert & M. E. Marty. Religion and Social Conflict . Oxford, 1964 
Lerner, Max. America as a Civilization . 2v. Simon & Schuster, 1957 
Linton, Ralph. Study of Man . Appleton, 1936 
Lippman, Watler. Preface to Morals . Beacon, 1960 



Loomis, Charles P. Social Systems . Van Nostrand, 1960 



Lynch, Kevin. Image of the City . MIT Press 

McGill, Ralph. South and the Southerner . Little, 1963 

McLuhan, Marshall. Understanding Media . McGraw, 1964 

Maurer, David W. & V. H. Vogel. Narcotics and Narcotic Addiction. 2nd ed. Thomas, 1962 
Mead, Margaret. Continuities in Cultural Evolution . Yale, 1964 
Mecklin, John Moffatt. Ku Klux Klan . Russell & Russell, 1963 

Mudd, Stuart. Population Crisis and Use of World Resources . Indiana University Press, 1964 
Mumford, Louis. Culture of Cities . Harcourt, 1938 
Technics and Civilization . Harcourt, 1963 

Odom, Howard W. Folk. Region, and Socie ty. University of North Carolina, 1964 

Ogburn, William F. Social Change . Peter Smith 

Packard, Vance 0. Status Seekers . McKay, 1959 

Pound, Roscoe. Spirit of the Common Law . Beacon, 1963 

Riesman, David. Lonely Crowd . Yale, 1950 

Roucek, Joseph E. Social Control . 2nd. ed. Van Nostrand, 1956 
Rourke, Constance. P .ots of American Culture, . Kennikat, 1965 

Spiller, Robert E. Social Control in a Free Society . Univ. of Pennsylvania, 1960 

Swift, Henry & Elizabeth. Community Groups and You . Day, 1964 

Taft, Donald R. Criminology. A Cultural Interpretation . Macmillan, 1950 

Thrasher, Frederic M. The Gang . Univ. of Chicago, 1963 

Walker, Charles R. Modern Technology and Civilization . McGraw 

Warner, W. L. Social Class in America . Peter Smith, 1960 

Whyte, William H. Organization Man . Simon & Schuster, 1956 

TEXTILES AND TEXTILE MACHINES 

American Fabrics Magazine . World Encyclopedia of Textiles. Prentice-Hall, I960 
Birrell, V. Textile Arts . Harper, 1959 

Charnley, F. Drawframes, Combers and Speed Frames . Textile Book 
Denny, G. Fabrics . Lippincott 1953 

Greenwood, Henry. Handbook of Weaving and Manufacturing . 2nd. ed. Textile Book 
Hess, Katherine. Textile Fibers and Their Uses . 6th ed. Lippincott, 1958 
Lee, Julia S. Elementary Textiles . Prentice-Hall, 1953 
Linton, George E. Applied Textiles . 6th ed. Duell 




Matthews, J. M. 6e H. R. Mauersberger . Textiles Fibers; Their Physical, Microscopical, and Chemical 
Properties . 6th ed. Wiley, 1954 

Miller, Jack 6e B. Boltin. Complete Sewing Machine Repair Book . Arco, 1962 
Moncrief, R. W. Man-Made Fibers . 4th ed. Wiley, 1963 
Nissan, Alfred H. Textile Engineering Processes . Wiley, 1960 
Potter, Maurice D. 6e B. P. Corbman. Fiber to Fabric . 3rd. ed. McGraw, 1959 
Watson, William. Advanced Textile Design . 3rd. ed. Textile Book 

Textile Design and Color . 6th ed. Textile Book 

Weibel, Adele. Two Thousand Years of Textiles . Pantheon, 1952 

Wingate, Isabel B. Textile Fabrics and Their Selection . 5th ed. Prentice-Hall, 1955 
WELDING 

American Welding Society. Brazing Manual . Reinhold, 1955 

American Welding Society. Resistance Welding; Theory and Use . Reinhold, 1956 
American Welding Society. Soldering Manual . Reinhold, 1959 

Bakish, R. 6e S. S. White. Handbook of Electron Beam Welding . Wiley, latest edition 

Blodgett, Omar W. Design of Weldments . Lincoln Foundation, 1963 (Lincoln Electric Company, Book 
Department, 22801 St. Clair Avenue, Cleveland, Ohio. 44117) 

Jefferson, T. B. 6e G. Wood. Metals and How to Weld Them . (Lincoln Electric Company, Book De- 
partment, 22801 St. Clair Avenue, Cleveland, Ohio) 

Linde Air Products Company. Oxv-Acetelvne Handbook . (270 Park Avenue, New York. 10017) 

Manko, Howard H. Solders and Soldering . McGraw, 1964 

Welding Encyclopedia . 5v» ed. Jefferson, latest edition. McGraw (volumes revised at intervals) 




